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From: H. Bonner 

Subject: Pari Domestic with Japan Format 


As requested, we are providing the cost impact of producing domestic Parliament 
utilizing the Japan format (125 gauge film & philcoat board). Three domestic 
Parliament brands ( Lts KS SP, Lts 100's SP & Lts LS FTB) were used for this 
analysis. Listed below is the impact on the cost per thousand for this modification. 


Pari Lts KS SP 
Pari Lts 100's SP 
Pari Lts LS FTB 


125 Gangs Film 

$.0322 v 
$.0361. 
$.0330 ^ 


Philcoat Board 


$.6249 


s3n i 


The following items were considered in developing the cost/nrimpact: 


Total Impact 

$.0322 

$.0361 

$.6579 


• The vendor for philcoat board will be operating at capacity in 1996, therefore 
requiring careful coordination of additional volumes. 

• The use of philcoat board for Parliament Lts LS FTB would require the vendor 

to use a 44" press versus a 55" press dup to the inability to meet quality and 
waste specifications on the 55" press. ^5io,ooo oaj . 2-° 

i? The one time cost for a new die is approximately $8,000 to $10,000, 

/ 

^ No costs were included for graphics changes. 

/ 

\y All costs are in 1995 dollars. 


If you have any questions or need additional information give me a call. 


cc: E.J. Johnson 
F. Thooho 




Source: https://www.industrydocuments.ucsf.edu/docs/msgn0004 





